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SUBJECT: US PROTON MAGNETOMETER SYSTEM TO USSR - IL 
1571 

REF: (A) OECD PARIS 25915, (B) COCOM DOC (76) 1347, 

(C) COCOM DOC (76) 1420 

FOLLOWING IS ANSWER TO CANADIAN QUESTION REPORTED IN REF A: 

T "CHNICAL BROCHURES ASSOCIATED WITH THIS CASE DO MENTION 

THE AVAILABILITY OF AN OPTION WHICH CAN ACHIEVE LESS THAN 

THE RATED PLUS OR MINUS 1.0 GAMMA SENSITIVITY. THESE 

BROCHURES DO NOT, HOWEVER, DESCRIBE THE MEANS WHEREBY 

THIS MAY BE ACCOMPLISHED. THE US EXPORTER ADVISES THAT 

ANY SUCH MODIFICATION WOULD REQUIRE THAT THE UNIT BE 

SHIPPED BACK TO THE FACTORY AND SPECIALLY RE- WIRED TO 

ACCOMMODATE THE COMPONENTS GIVING INCREASED SENSITIVITY. ROBINSON 
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